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Industry Trends and Forecast to 2029 


Data Bridge Market Research analyses that the silicon infrared (IR) camera 
market was valued at USD 6,932.60 million in 2021 and is expected to reach 
USD 12090.78 million by 2029, registering a CAGR of 7.20% during the 
forecast period of 2022 to 2029. In addition to the insights on market 
scenarios such as market value, growth rate, segmentation, geographical 
coverage, and major players, the market reports curated by the Data Bridge 
Market Research also include in-depth expert analysis, geographically 
represented company-wise production and capacity, network layouts of 
distributors and partners, detailed and updated price trend analysis and 
deficit analysis of supply chain and demand. 


Browse Full Report: 
https://www.databridgemarketresearch.com/reports/gl 
obal-silicon-ir-infrared-camera-market 
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A Silicon infrared camera is also called thermal imaging camera, 
thermal imager or thermal camera. It is a device that creates an image 
by using infrared (IR) radiation, it is similar to normal camera , which 
forms an image by using visible light. In the place visible light camera 
with the range of 400-700 nanometre (nm) use infrared cameras 
because it is sensitive to wavelengths from about 1,000 nm (1 
micrometre or um) to about 14,000 nm (14 um). 


Get Details TOC: 
https://www.databridgemarketresearch.com/toc/?dbmr=global 
-silicon-ir-infrared-camera-market 
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Some of the major players operating in this market are : 


Teledyne FLIR LLC 

UL3Harris Technologies Inc, 

LINippon Avionics Co.,Ltd. 

LHanwha Techwin Co., Ltd. 

UAxis Communications AB 

Current Corporation 

LIZHEJIANG DALI TECHNOLOGY CO., LTD. 
Fluke Corporation 

LIGeneral Dynamics Mission Systems Inc, 


Inquire Before Buying : 
https://www.databridgemarketresearch.com/inquire-before- 
buying/?dbmr=global-silicon-ir-infrared-camera-market 
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e By Product (Fixed, Handheld, Pan-Tilt-Zoom (PTZ)), 


e Detector (Cooled, Uncooled), 


e Wavelength (Near Infrared, Short-Wave Infrared (SWIR), Mid-Wave Infrared 
(MWIR), Long-Wave Infrared (LWIR)), 


e Application (Automotive, BFSI, Commercial, Government and Defence, 
Healthcare, Industrial, Residential) 


Get Exclusive Sample Report: 
https://www.databridgemarketresearch.com/inquire-before- 
buying/?dbmr=global-silicon-ir-infrared-camera-market 
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Based on geography, the market is segmented into five geographical 
regions 


North America 
Europe 
Asia-Pacific 
South America 


Middle East 


Ooooo vo 


Africa 
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Research 


An absolute way to forecast what future holds is to comprehend the trend 
today! 
Data Bridge Market Research set forth itself as an unconventional and neoteric 
Market research and consulting firm with unparalleled level of resilience and 
integrated approaches. We are determined to unearth the best market 
opportunities and foster efficient information for your business to thrive in the 
market. Data Bridge endeavors to provide appropriate solutions to the 
complex business challenges and initiates an effortless decision-making 


process. 
Read Continue : http://databridgemarketresearch.com/about-us/ 
Contact Us: 


Sopan Gedam 


Sopan.gedam@databridgemarketresearch.com 


databridgemarketresearch.com US: +1-888-387-2818 UK: +44-161-394-0625 sales@databridgemarketresearch.com 


